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9109170156 Forwards safety insp rept 50-286/91-12 on 910513-17.NO violations noted.
DURR.J.P. Region 1 (Post 820201). 91/09/03. BEEDLE.R.E. Power Authority of the
State of New York (New York Power Authority). 2pp. 59110:198-59110:208.

-9109170164 Insp rept 50-286/91-12 on 910513-17.No violations noted. Major areas
inspected:control of design changes.mods & temporary mods & check valve preven-
tive maint program.

PRIVIDY.LJ., EAPEN.P.K. Region 1 (Post 820201). 91/07/12. 9pp. 59110:200-
59110:208.

9109160285 Responds to violations noted in  Insp Rept 50-286/91-14. Corrective
actions:event lessons learned training session will be conducted by 911130 & engi-
neering evaluation will be conducted by 911231 to assess MOV-856D upgrades.
RUSSELL.J.E. Power Authority of the State of New York (New York Power Authority).
91/09/10. COWGILL.C.J. Region 1 (Post 820201). 4pp. 59126:333-59126:336.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 XV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109300172 Forwards response to weaknesses noted in Initial SALP Rept 50-286/89-
99.Corrective actions:security training & qualification scheduling & tracking sys imple-
mented w/addl administrative controls.

RUSSELL.J.E. Power Authority of the State of New York (New York Power Authority).
91/09/23. MARTIN.T.T. Region 1 (Post 820201). 6pp. 59245:193-59245:199.

R. Periodic operating reports & related correspondence

9109040302 "Effluent & Waste Disposal Semiannual RepUan-June 1991." W/910828
Itr.

RUSSELL.J.E. Power Authority of the State of New York (New York Power Authority).
91/06/30. MARTIN.T.T. Region 1 (Post 820201). 19pp. 58954:020-58954:038.

9109050127 Forwards fitness-for-duty program performance rept covering Jan-June
1991.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
91/08/27. Document Control Branch (Document Control Desk). 10pp. 59019:027-
59019:036.

9109160316 Monthly operating rept for Aug 1991 for Indian Point Unit 3. W/910911 Itr.
KELLY.L, RUSSELL.J.E. Power Authority of the State of New York (New York Power
Authority). 91/08/31. 5pp. 59119:183-59119:187.

V. Operator Examinations

9109170218 Forwards requalification exam rept 50-286/91-16OL administered during
wk of 910729.Program assigned overall rating of satisfactory,per NUREG-1021.
BETTENHAUSEN,L Region 1 (Post 820201). 91/08/30. RUSSELL.J.E. Power Author-
ity of the State of New York (New York Power Authority). 3pp. 59110:065-59110:078.

-9109170225 Exam rept 50-286/91-16OL on 910729.Exam results:all operators passed
exam.LJcensed operator requalification program rated satifactory.
D'ANTONIOJ.,   ESELGROTH.P.W.   Region   1   (Post   820201).   91/08/26.   11pp.
59110:068-59110:078.

9109270016 Invites recipient to attend 911106-07 power reactor operator license exam-
iners/training managers meeting in King of Prussia.PA to discuss various topics &
issues re operator licensing, function.Preliminary meeting agenda encl.
HODGES.M.W. Region 1 (Post 820201). 91/09/19. RUSSELL,J.E. Power Authority of
the State of New York (New York Power Authority). 5pp. 59216:077-59216:081.
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F. Security, medical, emergency & fire protection plans

9109110238 Forwards public version of revised Crisis Mat Implementing Procedures
(CMIP).including Rev 40 to CMIP-1, Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to
CMIP-6&Rev45toCMIP-7.

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document
Control Desk). 1p. 59071:004-59071:258.

-9109110258 Public version of revised Crisis Mgt Implementing Procedures
(CMIP),induding Rev 40 to CMIP-1,Rev 36 to CMIP-4,Rev 40 to CMIP-5,Rev 45 to
CMIP-6 & Rev 45 to CMIP-7.

HARRIS.R.E. Duke Power Co. 91/08/20.145pp. 59071:005-59071:258.

9109100177 Rev 39 to "Crisis Mgt Plan for Nuclear Stations." W/910828 Itr.
TUCKMAN.M.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348.

9109110173 Ack receipt of 910701 & 22 ttrs transmitting Rev 31 to physical security
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into

CLINE.W.E. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 3pp.
59092:235-59092:237.

9109110183 Ack receipt of 910701 Itr transmitting Rev 11 to safeguards contingency
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into
plan.

CLINE.W.E. Region 2 (Post 820201). 91/09/05. TUCKMAN.M.S. Duke Power Co. 3pp.
59092:239-59092:241.

9109240344 Forwards insp repts 50-269/91-19.50-270/91-19 & 50-287/91-19 on
910812-16.No violations or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 91/09/09. TUCKMAN.M.S. Duke Power Co.
3pp. 59184:312-59184:322.

-9109240346 Insp repts 50-269/91-19.50-270/91-19 & 50-287/91-19 on 910812-16.No
violations or deviations noted.Major areas inspected:radiok>gical environ
monitoring.meteorological monitoring.audits.training & dose commitment calculations.
JONES.D.W. Region 2 (Post 820201). 91/09/05. 8pp. 59184:315-59184:322.

9109180117 Revised EPIPs.including Rev 91-7 to Vol B.consisting of CP/1 /A/2202/
04C.HP/1/A/1009/17.HP/2/A/1009/17 & HP/3/A/1009/17.W/910912 Itr.
TUCKMAN.M.S. Duke Power Co. 91/09/12.131pp. 59146:164-59146:294.

9109190071 Forwards insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22 on
910818-22.NO violations noted.

CLINE.W.E. Region 2 (Post 820201). 91/09/12. TUCKMAN.M.S. Duke Power Co. 3pp.
59134:091-59134:094.

-9109190080 Partially withheld insp repts 50-269/91-22,50-270/91-22 & 50-287/91-22
on 910818-22.NO violations noted.Major areas inspected:security plan programs.mgt
effectiveness & support,security organization & records & repts.
STANSBERRY.W.W. Region 2 (Post 820201). 91/09/12.1p. 59134:094-59134:094.

I. Financial Information

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power
Agency 1.NC Electric Membership Corp.Piedmont Municipal Power Agency & Saluda
River Electric Cooperative, Inc.Form 10-K also encl.

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document
Control Desk). 2pp. 59247:129-59247:347.

-9109260208 "NC Municipal Power Agency 1 Annual Rept, 1990."
BOBO.J.T., CLAY.G.W. North Carolina Municipal "

59247:179-59247:211.

Power Agencies. 90/12/31. 33pp.

-9109270020 "NC Electric Membership Corp 1990 Annual Rept"

*  North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239.

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept"
BAUER,J.A.. SMOAK.C.F.  Piedmont Municipal Power Agency. 90/12/31. 106pp.
59247:240-59247:347.

P. Operating license stage documents & correspondence

9109030038 Forwards response to NRC 910626 request for addl info re Generic Ltr 88-
20 concerning individual plant exam submittal provided in Dec 1990.W/three oversize

ulcKMAN,M.S. Duke Power Co. 91/08/21. Document Control Branch (Document
Control Desk). 34pp. 58941:080-58941:110.

9109050046 Requests FR publication of notice of issuance of amends 189. 189 & 186
to licenses DPR-38.DPR-47 & DPR-55.Amend revises TS by changing value for con-
tainment free vol.

WIENS.L.A. Project Directorate 11-3. 91/08/21. NRC - No Detailed Affiliation Given.
2pp. 58994:016-58994:017.

9109060090 Forwards amends 189.189 & 186 to licenses DPR-38.DPR-47 & DPR-55 &
SE.Amends revise value for containment free vol currently specified in TS 5.2.1 & as-
sociated bases.

WIENS.LA. Project Directorate 11-3. 91/08/21. TUCKMAN.M.S. Duke Power Co. 4pp.
59010:135-59010:149.

-9109060095   Amends   189.189   &   186  to   licenses   DPR-38.DPR-47   &   DPR-55,
respecth/ely.revising value for containment free vol currently specified in TS 5.2.1 &
associated bases.
MATTHEWS.D.B. Project Directorate II-3. 91/08/21. 9pp. 59010:139-59010:147.

-9109060096 Safety evaluation supporting amends 189,189 & 186 to licenses DPR-
38.DPR-47 & DPR-55,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/21. 2pp.
59010:148-59010:149.

9109160082 Ack receipt of 910723 Itr which submitted addl info & justification for
change in frequency of procedure review. Review finds that change provides accepta-
ble alternative & meets requirements in 10CFR50 App B.

GIBSON.A.F. Region 2 (Post 820201). 91/08/23. TUCKMAN.M.S. Duke Power Co.
6pp. 59098:069-59098:074.

9109060035 Provides supplemental info to assist NRC in reviewing Topical Repts DPC-
NE-3000.  "Thermal-Hydraulic Transient Analysis Methodology" A DPC-NE-2004,
"Core Thermal-Hydraulic Methodology Using VI PRE-01." Encl withheld.
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document
Control Desk). 4pp. 59031:133-59031:136.

9109110045  Forwards  Rev 29  to "ODCM.Oconee Nuclear Station."  Rev 30 to
"ODCM.Catawba Nuclear Station" & Rev 31 to "ODCM.McGuire Nuclear Station."
TUCKMAN.M.S. Duke Power Co. 91/08/29. Document Control Branch (Document
Control Desk). 2pp. 59089:001-59089:049.

-9109110048 Rev 29 to "ODCM.Oconee Nuclear Station."

BIRCH.M.L.   BARRON.H.B..   STEWART.J.M.   Duke   Power  Co.   91/01/01.   13pp.
59089:003-59089:015.

9109100008 Rev to "Oconee Selected Licensee Commitment Manual." W/ 910830 Itr.
TUCKMAN.M.S. Duke Power Co. 91/08/30.12pp. 59076:320-59076:331.

9109120233 Forwards amends 190,190 & 187 to licenses DPR-38.DPR-47 & DPR-
55,respectively & safety evaluatkm.Amends delete organization charts in section 6 of
TS & add new statements addressing particular administrative control requirements.
WIENS.LA. Project Directorate II-3. 91/08/30. TUCKMAN.M.S. Duke Power Co. 4pp.
59081:037-59081:053.

-9109120250  Amends   190,190   &  187 to   licenses   DPR-38.DPR-47   &  DPR-55,
respectively.Amends delete organization charts contained in section 6 of TS & associ-
ated bases & add new statements addressing particular administrative control requir-
ments.
MATTHEWS.D.B. Project Directorate II-3. 91/08/30.10pp. 59081:040-59081:049.

-9109120253 Safety evaluation supporting amends 190,190 & 187 to licenses DPR-
38.DPR-47 & DPR-55,respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/30. 3pp.
59081:050-59081:053.

9109090239 Requests interpretation of facility tech spec 4.17.5.f re repair of SG explo-

sive plugs by use of orifice plugs.
TUCKMAN,M.r   ---------------    ~

. I.S. Duke Power Co. 91/09/03. Document Control Branch (Document
Control Desk). 6pp. 59053:305-59053:310.egion 1 (Post 820201). 91/08/30. RUSSELL,J.E. Power Author-
